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(2)   accidents   occurring   outside   Great   Britain   Ireland
Northern Ireland the Channel Islands or the Isle of
Man

(3)   liability assumed by the Insured by agreement unless
such liability would have attached to the Insured not-
withstanding such agreement

(4)   any consequence of war invasion act of foreign enemy
hostilities (whether war be declared or not) civil war
rebellion revolution insurrection or military or usurped
power.

The terms of policies vary to some extent and one insurer
expresses one section of the exceptions as follows

Death bodily injury or damage to property caused by or arising out of the

ownership
possession

use other  than  as  a
passenger

of any

mechanically - propelled vehicle
which is required to be
licensed for road use

horse-drawn vehicle

aircraft sailing or mechanically-
propelled vessel other than
models

PETROL PUMP INSTALLATIONS

The storage of so dangerous a substance as petrol, even in
tanks of approved design with air vents, involves a substantial
third party risk, for which a special form of policy has been
devised.

PROPOSAL FORM

1.    Description and Value.    Description and value of the in-
stallation.

This information is necessary for policy preparation, and,
if the risk of damage to the petrol pumps is to be insured,
the extra premium is dependent on the value of the ap-
paratus.

2.    Situation.   Are the pumps within the proposer's premises
or at the kerbside?

The situation of the pumps has a bearing on the third
party risk.
State cover required, i.e., whether:

(a)   complete installation, or

(b)   above-ground installation only.

A higher premium is charged if the complete installation
is to be insured. This is desirable for full protection, par-
ticularly bearing in mind the fire risk.